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Chief, Procurement Division, OL 





"7 


Clilef, Engineerin g Division, PC 


Contract RD-85 


1. The 



25X1 


riaxnviju.e, uonnecuxcut, 25X1 


developed the RP-11 Power Supply wider Task Order 2 of the subject 
contract. 


2, The contractor has delivered all items required by 
Schedule A, This includes ID prototype 8P-11 Power Supplies and 
associated Bill of material, Manufacturing Drawings, and Operating 
and Maintenance Manuals. This equipment has been evaluated by the 
Research and Development laboratory and declared satisfactory and 
acceptable to the Government . 

3, It is requested that your records be adjusted to indicate 
that all deliverable items under Task Order 2, as amended, have 
been received. 


32^ jit M L 

OC-E/R^-EP/CEM: wl j (9 January 1958) 

cc: ts&H) Subject File 
Reading 

S&pply Division, OL 
MSB 

OC-E Chrono 
R&D Chrono 
EP Chrono 


25X1 
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, . Cus^ii'iUldiY 

PROM: Chief, Engineering Division, OC 



9 January 1958 
. RD -85 T.o. 2 

':A • Final. ._..l 

... ‘ 

\ 

\ 

25X1 




SECRET 

to he determined 


•O . 


r~ Ten prototype RP-11 Power Supplies with associated drawings 
and Instruction Books have been received, test Inspected and 
are acceptable. 


Task 2 be terminated 


APPROVED: 

Chief, Engineering Division, OC 


25X1 

oc-e/r+d-ep 

3152 
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